VISES. 


805 


STEPHEN’S 

PATENT PARALLEL VISE. 




Fig. 2. Showing its Working Parts. 


Jaws Length 2 


8% 


VA 


in. 

Opens, 

3 

5 

6 X 

9 

11 

in. 

W eight, 2 

12 

35 

65 

120 

170 

lbs. 


Price, $4 00 $5 50 $9 00 $12 50 $22 00 $33 00 

Each Vise can be supplied with a Taper or Adjustable Jaw attachment. 
Price according to size of vise. 















































































































































